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Message Text 


UNCLASSIFIED 

PAGE 01 BOGOTA 00817 301817Z 
64 

ACTION FBO-01 

INFO OCT-01 ARA-10 ISO-OO SY-10 /022 W 

004924 

R 292243Z JAN 74 
FM AMEMBASSY BOGOTA 
TO SECSTATE WASHDC 1 109 

UNCLAS BOGOTA 817 

EO 11652: NA 
TAGS: AFBO 

SUBJ: SAFETY GLASS FOR EMB CHANCERY 

1. EMB HAS RECEIVED QUOTE FOR 6 MILLIMETER SINGLE LAYER SAFETY 
GLASS FROM LOCAL MANUFACTURER AT SIXTY DOLLARS PER SQUARE METER. 

2. EMB BELIEVES THAT AT THIS PRICE COST OF INSTALLATION THROUGH- 
OUT CHANCERY WOULD BE PROHIBITIVE. INSTALLATION IN SELECTED 
AREAS WOULD PROVIDE MARGINAL INCREASE IN SECURITY AT BEST. 

3. EMB THEREFORE RECOMMENDS DEPT GIVE CONSIDERATION TO LOWCOST 
SHATTER-PROOFING OF GLASS. SUBSTANCE SUCH AS MYLAR COULD BE USED 
AT APPROX 10 PERCENT COST OF SAFETY GLASS. 

WHITE 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 29 JAN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974BOGOTA00817 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: BOGOTA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 97401 10/aaaaaiqg. tel 

Line Count: 39 
Locator: TEXT ON-LINE 
Office: ACTION FBO 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: shawdg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17 APR 2002 by daviscw>; APPROVED <26 NOV 2002 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SAFETY GLASS FOR EMB CHANCERY 
TAGS: ABLD, CO 
To: STATE 
Type: TE 
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